Subject:  Re:  B-permit  for  Rosslyn  B-permit 

From:  David  Lara 

Date:  08/23/2016  10:37  AM 

To:  Ara  Sargsyan  <ara.sargsyan@lacity.org>,  Carl  Mills  <carl.mills@lacity.org> 
CC:  blair@historiccore.bid 

Thank  you  Ara  & Carl  for  your  assistance! 

Dave 


David  L.  Lara 
Assistant  Bureau  Chief 
and  Public  Information  Officer 
Inspection  Bureau 

Department  of  Building  and  Safety  (LADBS) 

221  N.  Figueroa  St.  - Room  700 
Los  Angeles,  CA  90012 

Phone:  (2131  202-9869 
Mobile:  (2131  792-6060 
E-mail:  david.lara@lacitv.org 

Please  consider  the  environment  before  printing  this  e-mail 

DISCLAIMER:  This  e-mail  transmission  and  any  attachments  that  accompany  it  may  contain  information  that  is  privileged,  confidential  or  otherwise 
exempt  from  disclosure  under  applicable  law  and  is  intended  solely  for  the  use  of  the  individual(s)  to  whom  it  was  intended  to  be  addressed.  If  you 
have  received  this  e-mail  by  mistake,  or  you  are  not  the  intended  recipient  any  disclosure,  dissemination,  distribution,  copying  or  other  use  or  retention 
of  this  communication  or  its  substance  is  prohibited.  If  you  have  received  this  communication  in  error,  please  immediately  reply  to  me  via  e-mail  that 
you  received  this  message  by  mistake  and  also  permanently  delete  the  original  and  all  copies  of  this  e-mail  and  any  attachments  from  your  computer. 
Thank  you. 

On  Mon,  Aug  22,  201 6 at  5:01  PM,  Ara  Sargsyan  <ara.sarasyan@lacitv.ora>  wrote: 

Thanks  Carl  for  your  help!!! 

I have  copied  Dave  as  well. 


Ara  Sargsyan,  P.E.,  C.B.O.,  LEED®  AP 
Chief 

Development  Sen/ices  Case  Management 

Los  Angeles  Department  of  Building  and  Safety 
201  N.  Figueroa  Street,  Suite  1030 
Los  Angeles  CA  90012 

Phone:  (2131  482-6864 
Direct:  (2131  482-6706 
Fax:  (2131 482-6874 

www.ladbs.org 


On  Mon,  Aug  22, 201 6 at  4:1 9 PM,  Carl  Mills  <carl.mills@lacitv.ora>  wrote: 

Ara: 

I checked  with  the  plan  checker  and  went  over  the  schedule  and  the  fees.  As  it  turns  out,  there  are  two  B-permits  active 
and  related  to  the  project.  One  is  solely  for  the  Street  Lighting  work  (BD002897/BT002897).  The  total  deposit  to  date  for 
this  B-permit  is  $14,259.55.  Of  this,  only  $7,908.89  has  been  charged. 

The  second  B-permit  (BR003504)  has  gone  through  a few  cycles  of  review.  It  has  a total  deposit  to  date  of  $1 7,022.00  . 
Of  this,  $14,023.98  (as  of  Aug  8)  has  been  charged. 

So  the  total  deposit  to  date  is  $31 ,281 .55.  With  less  than  $24,000  charged  to  date.  If  the  applicant  feels  these  figures 
are  in  error,  please  have  him/her  contact  me  and  I will  set  up  a meeting  with  our  B-permit  Group. 


As  far  as  schedule,  the  plan  checker  gave  the  plans  to  the  section  head  who  will  then  check  them  before  they 
returned  to  the  private  engineer. 

If  you  wish  me  to  send  info  to  Dave  Lara,  please  let  me  know. 


Carl  Mills,  P.E. 

Central  District  | Civil  Engineer  | Case  Manager 
Bureau  of  Engineering  | Department  of  Public  Works 
201  North  Figueroa  Street,  Suite  1030 
Los  Angeles,  CA  90012 
O:  (213)  482-6701  | F:  (213)  482-7007 

Si 


